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HANDLE VIA GYEMAN CHANNELS ONLY 
HEXAGON 
“REBOUND 845 
BALL FOR K LOOK TEAM (b)(3) 
FOR 
THIS IS A CORN COMMUNICATION 
A. 1214-4 
Be GALLUP AIRPORT, NEW MEXICO 9CM2241 AL BU TEST 9B 
1. Ji AUS 78, 1709-19902 
2. 353955N 1084658W ELEVATION: 6468 FEET MSL 
3. USGS 122305090, NI-12-3, GALLUP, NM. 
He TARGETS: 5TNI2 (3-8) y 56S, 36S. 
Se JEVIATIONS: NONE 
Ge TARGETS LOCATED 202 FEET BUE WEST OF THE AIRPORT TERMINAL 
3UILDING BETWEEN THE EAST/WEST TAXIWAY AND US ROUTE 666 
Te dEATHER: 1799-18007: Uee CLEAR, WINDS: 5-12 MPH, 32-34 DEG Cy 
16-17 PCT RELATIVE HUMIDITY. 
1800-18302: O.7? CLEAR, WINDS: 5-10 MPH, 36 DEG Cy 16 
PCT RELATIVE AUMIDITY. 
1830-19002: 065 CLEAR, WINDS: 15-15 MPH, 38 DEG Cy 
15-16 PCT RELATIVE HUMIDITY. 
PRESSURE: 23.52 INCSY DECREASING TO 23.51 INCHES WITH 
23.52 INCHES AT MID-OP (18002). 
Be INSTRUMENTATION: RMI READINGS NOT ACCOMPLISHED DUE TO FAILURE 
OF 4 BATTERY PACK. ALL OTHER OBSERVATIONS AND REAQING 
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Ateca @LISHEO SUCCESSFULLY. 
Ce KIRFLAND AFs, NEW MEXICO GCMZ2387 AL3uU TEST GE 
Te. 15 AUG oP. (L6es- ~1E495Z 
é6 S25 95323N 10653529W <FCLEVATION: 5560 FEET MSL 
G,00U0, NI-13-3, ALBUQUERQUE, NMe 
5 TNI2 (3-9) 5 56S, 368. 
Ss 
ih 


CU FEET SOUTHEAST GF THE FRUMAN GATE 
ENTRANCE TO THE BASE, 3/4 MILE SOUTH OF THE MAIN RUNWAY, AND 
1/4 MILE WEST OF THE VETERAN*,S HOSPITAL. 
Pe WEATHER: 1545-18457: 1.0 CLEAR, WINDS: O-& MPH, 26-29 DEG Cy 
RELATIVE HUMIDITY: 16 PCTe PRESSURE: 24.20 INCHES, 
LIGHT HAZE AT GROUND LEVEL. 

Ge INSTRUMENTATION: RMT GATA WAS ACQUIRED ON THE 5SGS AND THE 
SENTZ. ALL OTHER INSTRUMENTATION READINGS AND OBSERVATIONS 
COMPLETED AS WELL. 

Ue PHOCNIEX-SKY HARSOR AIRPORT, AZ. SCM2532 PHOX TEST $8 

1. 22 AUG 73, 1709-19902 

2e $32542N 43120955W ELEVATION: 1128 FEET MSL 
23050305 NI-12-7, PHOENIX, AZ. 

: STNI2 €3-3) 5 56S, 36S, DA. 

ONS: NONE 

G&e TARGETS BESPLAYED IN A GARE DIRT AND GRASS COVERED AREA 1 MILE 
QUE SOUTH OF THE AIRPORT TERMINAL, 1/4 MILE SOUTH OF THE 

ZAST/#EST RUNWAY, 1/4 MILE WEST OF THE ANG HANGAR,AND 1/74 MILE 

NORTH OF THE COUNTY JAIL ANNEX « 

%e wEATHER: 17G9-19007: GeS TO Ge8 CLEAR, WINDS: S-10 MPH, 35-36 
OEG C, HUMIDITY: 33.5 PCT TO 25960 PCT WITH 32.0 PCT 
AT MED-OP (16302), PRESSURE: 28.01 INCHES. 

INSTRUMENTATION: ALL RMI READINGS COMPLETED ON THE 56S, 36S, 

AND THe 3sTN12.6 

ALL GTHES QASERVATIONS AND READINGS COMPLETED. 
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Ee PHOENIX-SKY HARBOR AIZPORT, AZ. SCM2793 PHOX TEST GB 
I. 34 SEP 78, anil AGSI0e 
2e 432542" 1120955 ELEVATION: 1128 FEET MSL 


Se JSSGS 15250,070, gee PHOENIX, AZ. 
He TASGETS: STNI2 (3-8) 5 568s 36S, DAe 
Se GEVIATIONS: NONE. 
66 TARGETS LOCATED IN A BARE DIRT ANG GRASS COVERED AREA 1 MILE 
JUc SQUTH OF THE AETRPORT TERMINAL BUILDING, 1/4 MILE SOUTH 
OF THe EAST/WEST RUNWAY, 1/4 MILE WEST OF THE ANG HANGAR, ANG 
1/4 MILE NORTH OF THE COUNTY JATL ANNEX. 
Ye ALATHER? 21 7OJ-190CZ: Ce& CLEAR, WINDS: 5-10 MPH, 324-38 DEG Cy 
HUMIDITY: 43 PCT DECREASING TO 32 PCT WITH 37 PCT 
AT MID-OF (1&636Z}. PRESSURE: 26e15 INCHES. 
Ge RMI ROADINGS COMPLETEG GCN THE 565, 36S, AND THE STNI2. 
ALL GTHER OBSERVATIONS AND READINGS COMPLETED AS WELL. 
e-2Z TMPOET 
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